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SUBJECT: COCOM LIST REVIEW: IL 1541 - 
CATHODE RAY TUBES 

REF: OECD PARIS 28626 

1 . SECRETARIAT IS NOW IN PROCESS OE WRITING DRAET 
RECORD OF NOVEMBER 21 LR DISCUSSION ON IL 1541. DURING 
US EXPERT'S INTERVENTION ON SUB-ITEM (C)' HE MENTIONED 
THAT US HAD PROVIDED COMMITTEE SOME TIME BEEORE WITH 
DETAILS OE THE METHOD OEA UTILIZES TO CALCULATE WRIT- 
ING SPEED. SECRETARIAT HAS NOT BEEN ABLE TO EIND 
THESE DETAILS IN PREVIOUS LIST REVIEW OR DEF FILES, BUT 
WOULD -IN ORDER TO INCREASE UTILITY OE RECORD OF 
PRESENT DISCUSSION- LIKE TO GIVE APPROPRIATE CITATION 
IN PARAGRAPH REPORTING US EXPERT’S STATEMENT. 

2. USDEL BELIEVES STATEMENT MAY HAVE BEEN MADE UNDER 
INSTRUCTIONS IN CONNECTION WITH AN EARLIER EXCEPTION 
CASE INVOLVING 1541, BUT WE ARE PRESENTLY UNABLE TO 
RESEARCH THE MATTER. 

3. PLEASE PROVIDE CITATION PROMPTLY OR, IP 
SIMPLER, RESTATE METHOD. 

TURNER 
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